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10/12/2010 


Wrinkle Black Top 
Plain White Bottom 


DRAWN 10/12/2010 UNIT: mm 
CHECKED 10/12/2010 
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DWG.NO. REV 


SFM-005 209358 01 
SCALE: 12 Weight(Ibs): 1.5 SHEET 1 OF 1 
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